PANORAMA OF 

GREEN MOUNTAIN FALLS (ALT. 7800 FT.) IN 
UTE PASS, COLORADO — HIGHWAY U. S. 30. 

Green Mountain Falls is the most popular 
summer cottage district of the Pikes Peak Re¬ 
gion. Located 15 miles from Colorado Springs 
in upper Ute Pass at the foot of the North 
slope of Pikes Peak, it is a delightful spot for 
summer enjoyment. 
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-Panorama of Green Mountain Falls (Alt. 7,800 Ft.) 
In Ute Pass, Colorado—Highway U. S. 24 




